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Abstract: To determine the responsibility of lower pons as a extrahypothalamic thermo- 
regulatory center, midpontine decerebration was made on unanesthetized rabbits contin- ~ 
uously measuring rectal and skin temperature and oxygen consumption. Cold air stress 
induced remarkable drop of ear temperature in midpontine rabbits, while less drop was 
observed in normal rabbits. Oxygen consumption during skin cooling increased up to 37% 
in normal rabbits and only 16% in midpontine rabbits, Rectal temperature raised by 
2.0-~-2.5°C in both groups, which is interpreted as an excess of heat gain, The diffe- 
rence ‘in origins of excessing heat gain between midpontine and normal rabbits are fur- 


ther discussed in the text, 
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As previously reported, cold defenses especially peripheral vasoconstriction and heat 
production were not remarkably affected by a midpontine decerebration (5). The degree 
of thermoregulatory responses of midpontine rabbits induced by spinal cooling were only 
slight, so that it was assumed that thermocentres located lower to midpontine area have a 
considerable capability to regulate body temperature. Many reports on the extrahypothala- 
mic thermoreception also support this inference (4), (8). 


However, previous studies were made on a relatively short afferent pathway of 
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thermoreception, i. e. from lumbar spinal cord to lower pons. In the present study, cold 
stimulation to total skin during thermal transient (air temperature) was made to midpontine 
rabbits whereby rectal temperature (Tre), ear temperature (Tea), and oxygen consumption 
(Vo) were. continuously measured. | | 

Twenty rabbits were decerebrated at midpontine, pretrigeminal level, Oxygen con- 


sumption measurement and temperature monitoring were as described elsewhere (5). 


Fig. 1 and Fig. 2 show typical responses to low ambient temperature. In mid- 
pontine rabbits, the mean value of Vo; caliculated from 30 minutes ‘measurement before 
air cooling was 9 ml/kg.*min, and that of Vo, during cold stimulation (averaged from one 
hour measurement) was 10.5 ml/kg.emin. Thus Vo, ratio (air cooling/before cooling) was 
found to be 1.16. A drop of Tea was 8°C against 32°C decrease in ambient temperature, 
so, drop ratio is 0.25. In normal rabbits, the Vo, ratio was 1.37 and drop ratio of Tea 
was 0.91. | T 

During the experiment, the rise of Tre in midpontine rabbits was similar to that of 


normal rabbits. It is assumed that in both groups, heat balance response was towards 
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Fig. 1. An ordinary responses to cold air in normal rabbits. See remakable 
increase of oxygen consumption with a less fall of ear temperature 
accompanied by raise of rectal temperature, 
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, positive balance during the experiment. Nevertheless, the mechanism gaining that positive 
balance seems different. A rise of Tre in normal rabbits was achieved mainly by heat 
production Cviz., tcrensed Vo»); on the other hand, Tre increase in midpontine rabbits 
was accompanied by extreme lowering of Tea coupled with small increase of Vo, (Table 1). 
Compairing these data with the results reported by Kosaka etal. (5), it is obvious 
that the Tea drop elicited by skin cooling and spinal cooling were different (see table 2). 
Tea is determined by blood flow and vasomotor tone of the ear which is regulated 
by sympathetic activities (2). Moreover, the sympathetic vasomotor activity is controlled 
by thermal inputs from core and skin (6), (7), (8), (9), and also from hypothalamus(3). 
To achieve a drop in Tea, the vasomotor center in lower pons medulla oblongata 
should receive effective thermal inputs from receptive areas. In the case of midpontine 
decerebration, there are no interruption to convey these thermal inputs upwards from 
lumbar spinal cord to lower pons. Nevertheless, a drop of Tea was greater in skin-cooled 
groups than in spinal-cooled groups. | | 
= These results lead us to presume that; 
1. Thermal signals arisen at skin, terminated into lower pontine area through spinal cord 
and trigeminal nerves, have more pivotal role for heat gain responses, 
2. There are some inhibitory pathways from upper pons to lower pons which suppress 
the vasomotor responses. (see Fig. 3) 
According to recent study of Amini-Sereshki et al., (1) there is the tonic inhibitory 


system from midbrain and upper pons to lower pons in rats. Therefore, it might be 
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Fig. 2 A typical thermoresponses to transient ambient temperature in 
midpontine-decerebrated rabbit. Rectal temperature is raised in 
cool air, Note the drop of ear temperature in cooling, compa- 
red to normal rabbits. 


184 


Table 1, 
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Table 2. 
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Summarized from data of Kosaka et al.” 


Fig, 3 A possible inhibitory pathway at 
pontine area for vasomotor centre 


concluded that the thermoregulatory center 
of lower pons has major role for heat | 
saving responses by means of great capa- 
bility of vasoconstriction of ear in rabbits : 

however, the possibility of former hypo- 
thesis is not yet to be discarded. 

An increase in Vo, of both groups 
under the low ambient temperature, and 
likewise, a decrease under high ambient 
temperature were observed. It was shown 
that, in spinal cooling, there was no sta- 

| tistical differences of Vo, between normal 
and decerebrated rabbits (5). 


midpontine rabbits in this study showed 


However, 


= smaller changes of Voz in response to air cooling in contrast to the response obtained in 


spinal cooling. Therefore we assumed that thermal inputs from spinal cord to lower pons 


would elicit nearly enough effector mechanism for metabolic heat production and signals 


arisen at skin, passing through spinal cord, would distribute a fairly part of them to 


lower pons, In addition, 


upper center to lower pons. 


there might be a fascilitatory pathway for heat production from 
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